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Board of Assessors 


730 Massachusetts Ave. 
Arlington, MA 02476 


Date: May 17, 2021 
Time: 3:00 pm 
Location: Conducted by remote participation via ZOOM 


Minutes: 
The meeting was called to order at 3:00 pm by Robert Greeley. Mary Winstanley O’Connor seconded 
the motion, voted unanimously. 


In attendance were Robert Greeley, Mary Winstanley O’Connor and Paul Tierney. 


Mary Winstanley O’Connor motioned to approve the minutes from the meeting held April 20, 
2021. Robert Greeley seconded the motion, voted unanimously. 


Director Tierney informed the Board that the condominium conversions for FY 2022 are 
complete. 


Mary Winstanley O’Connor motioned to enter Executive session at 3:15 pm and to approve the 
Executive session minutes from the meeting held April 20, 2021. Robert Greeley seconded the 
motion, voted unanimously. 


Mary Winstanley O’Connor motioned to exit Executive session and adjourn the meeting at 3:30 
pm. Robert Greeley seconded the motion, voted unanimously and the meeting adjourned. 


Respectfully submitted, 
Paul Tierney 


